Animas  River  fouled  by  1 million  gallons  in  contaminated  mine  water 

http://www.denverpost.com/news/ci  28595759/animas-river-contaminated-bv-l-million-gallons- 

contaminated 


Mine  plug  blows  near  Silverton,  Colo,  dumping  1M  galls  of  waste 

http://www.abqiournal.com/624117/news-around-the-region/mine-plug-blows-near-silverton-colo- 

dumping-lm-galls-of-waste.html 


Mine  plug  blows  near  Silverton,  dumping  1M  gallons  of  mine  waste  into  Cement  Creek 

http://www.tribtown.com/view/story/e8341b61223546daaee030a4a7b32497/CO-IVIine-Waste-Leak 

Mine  plug  blows  near  Silverton,  dumping  1M  galls  of  waste 

http://www.9news.com/storv/news/local/2015/08/06/silverton-mine-plug/31218753/ 

River  users  warned  of  mine  waste 

EPA  says  contamination  coming  from  Gold  King  Mine 

http://www.durangoherald.com/article/20150806/NEWS01/1508Q9765/Mine-waste-in-Animas-River- 

nears-Durango- 

Mine  plug  blows  near  Silverton,  dumping  1M  galls  of  waste 

http://www.washingtontimes.com/news/2015/aug/6/mine-plug-blows-near-silverton-dumping-lm- 

galls-of/ 

Gold  King  Mine  release  of  water  will  affect  Durango  this  afternoon 

http://laplatacountyoem.biogspot.com/2015/08/gold-king-mine-release-of-water-will.html 


1786089 


ED  000552B  00066483-00001 


